"^MORMON"  TEMPLE, 
SALT  LAKE  CITY,  UTAH 
Located  on  Temple  Square  in  Salt  Lake 
City,  the  spired  "Mormon"  Temple 
dominates  the  historic  grounds.  Work 
on  this  graceful  structure  was  begun 
in  1853  and  after  40  years  of  sacri- 
fice it  was  completed  in  1893. 
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